To: Brobst, BobfBrobst. Bob@epa.gov] 

Cc: Way, Steven[way. steven@epa.gov] 

From: Christner, Jan 

Sent: Thur 8/13/2015 9:17:55 PM 

Subject: Gold King Sample 

GKDischarqe8-t 0-201 5 Crosstab. xlsx 


Hi, Bob. 


The results for a sample collected from the Gold King discharge on 8/10/2015 are attached. I still 
need to confirm with the field person exactly where the sample was located and will get back to 
you when that is confirmed. No promises that the water chemistry is the same today. In fact, I’d 
expect a lot of variability. 


A different sample was collected from the effluent of the current settling ponds and I will get that 
data to you ASAP. 


Jan 

CONFIDENTIALITY: This email and attachments may contain information which is 
confidential and proprietary. Disclosure or use of any such confidential or proprietary 
information without the written permission of Weston Solutions, Inc. is strictly prohibited. If you 
received this email in error, please notify the sender by return e-mail and delete this email from 
your system. Thank you. 
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